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CONFIDENTIAL PHNOM PENH 5286 

E.O. 11652: GDS 
TAGS: EGEN, C3 
SUBJECT: POL STOCKS 

1. (A) POL STOCKS OF CIVILIAN PRODUCTS HELD BY ALL COMPANIES 
IN PHNOM PENH AS OF 1 10800 APRIL 1974. ALL QUANTITIES IN CUBIC 
METERS. 


NO. OF DAYS SUPPLY 

ITEM QUANTITY NORMAL RATIONED 

MOGAS 2,337 23.4 51.9 

KEROSENE 10 0.1 

AUTO DIESEL 3,789 18.9 37.9 

INDUSTRIAL DIESEL 2,458 20.5 49.2 

FUEL OIL 7 0.04 0.07 

JP-1 536 44.7 44.7 

JP-4 1,450 58.0 

AVGAS 1,904 32.8 39.7 

(B) THIS REPORT INDICATES THE AMOUNT OF FANK PRODUCT 
WITHIN CIVILIAN STORAGE AS WELL AS MILITARY STORAGE. ALL 
QUANTITIES ARE IN CUBIC METERS. 
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ITEM QUANTITIES IN STORAGE TOTAL FANK DAYS OF 
CIVIL MILITARY PRODUCT SUPPLY (D/S) 

MOGAS 34 3,691 3,725 65 

ADO 211 5,413 5,624 74 

AVGAS 115 0 425 (2) 425 8 

JP-4 2,065(1) 346 2,411 96 

NOTE: (1) ALL JP-4 IS DEVOTED TO USE BY FANK 

(2) 207 CUBIC METERS HAVE BEEN BORROWED FROM CIVIL STOCK. 

2. STOCK AT PHNOM PENH POWER PLANTS ARE IN ADDITION TO THOSE 
SHOWN IN PARA 1 (A) ABOVE. 

NO. OF DAYS SUPPLY 

ITEM QUANTITY NORMAL RATIONED 

VILLAGE CATHOLIQUE (IDO) 460 5.7 7.1 

CHAK ANGRE 

PKFUEL OIL) 380 3.8 5.3 

HOSPITAL DES BONZES (ADO) 76 2.5 3.0 

3. THERE ARE SUFFICIENT STOCKS OF ALL PRODUCTS TO LAST UNTIL THE 
ARRIVAL OF THE NEXT CONVOY WHICH IS DUE ON APRIL 13,1974. 
EXCEPTIONS ARE KEROSENE AND FUEL OIL. IN REGARDS TO FUEL OIL. THE 
POWER PLANT, THE PRIMARY USER OF THIS PRODUCT, STILL HAS 5.3 DAYS 
SUPPLY AT ITS PREMISES. CONSIDERABLE AMOUNT OF BOTH KEROSENE 
AND FUEL OIL ARE SCHEDULED TO BE DELIVERED ON THE NEXT CONVOY. 

4. THE PRODUCTS THE APRIL 13 CONVOY IS SCHEDULED TO BRING 
FOLLOW: 


NO. OF DAYS SUPPLY 

CIVILIAN QUANTITY NORMAL RATIONED 

KEROSENE 940 9.4 11.0 

AUTO DIESEL 2,150 10.7 21.5 

FUELOIL 1,790 11.9 17.9 

MILITARY 
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MOGAS 1,525 26.7 

AVGAS 1 15/145 2,000 38.5 

DEAN 
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